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UNCLASSIFIED 

PAGE 01 ATHENS 01926 102206Z 

73 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

113315 

R 101523Z MAR 75 
FM AMEMBASSY ATHENS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7819 
AMEMBASSY BRUSSELS 

UNCLAS ATHENS 1926 

EO 11652 NA 
TAGS BEXP, GR 

SUBJ: FOREIGN GOVERNMENT TENDER 

1. REFTELS ATHENS 9015, 12/20/74; AND 1378 

2. 484/0 1/T— 0020 UPDATE 
3. 122074 

4. HELLENIC TELECOMMUNICATIONS ORGANIZATION (OTE) HAS 

ISSUED ADDENDUM (SUPPLEMENT NO 2) SUPPLEMENTING THE ORIGINAL 

SPECIFICATIONS AS FOLLOWS QUOTE 

PAGE 2, CHAPTER C-PARTICULAR REQUIREMENTS 

PCM SYSTEMS TO BE PROCURED WILL BE INSTALLED IN ATHENS 

MULTI-EXCHANGE AREA. BETWEEN THE EXCHANGES IN WHICH THE 

PCM SYSTEMS WILL BE USED, THERE IS NO 8-WRE JUNCTION. 

CONSEQUENTLY, WHEN DRAFTING THEIR OFFERS, BIDDERS MUST 

DISREGARD RELEVANT COLUMN RESERVED FOR EIGHT- WIRE JUNCTION 

OF TABLE PI-203 ATTACHED TO THE SPECIFICATIONS. 

PAGE 4. PARAGRAPH ID-POWER SUPPLY UNITS 

GENERATOR UNIT POWER SUPPLY VOLTAGE MUST NOT EXCEED 60V 
DC TO EARTH WITHOUT PROTECTION DEVICE OR 100V DC TO EARTH 
WITH PROTECTION DEVICE. 

PAGE 5, PARAGRAPH 3A-CABLE CHARACTERISTICS 
THE CABLES ON WHICH THE PCM SYSTEMS WILL BE SUPERIMPOSED 
ARE CONSTANTLY UNDER GAS PRESSURE CONTROL. ALL OTHER 
SPECIFICATIONS AND TERMS REMAIN UNCHANGED. UNQUOTE. 
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